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TOPIC 



Following are the pinouts and switch settings for interfacing an Apple lie and 
Hayes modem. 

DISCUSSION 

Begin_Table 
Pinouts : 

Hayes Modem Apple lie 



2 <-> 4 

3 <-> 2 

6 <-> 1 

7 <-> 3 
20 <-> 5 



Modem switch settings for 1200 baud: 
12345678 
down up down up down down up down 
300 baud: Same settings 

These settings are not for the Hayes 2400 Baud Modem. 
End_Table 
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